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Introduction 


The  Source  Book 


This  Source  Book  is  designed  to  be  user-friendly  through  its 
generously  indexed  format  and  comments  on  the  materials  reviewed 
by  the  author,  an  experienced  itinerant  rehabilitation  teacher. 

We  know  that  it  is  an  on-going  responsibility  for  RTs  to  be  aware 
of  all  the  available  resources  in  order  to  offer  visually 
impaired  people  the  greatest  number  of  options;  but,  sometimes  it 
seems  that  just  keeping  up  with  the  increasing  caseload  sizes, 
paperwork  and  daily  activities  can  limit  the  RT  to  using  all  but 
the  most  common  resources.  Hopefully,  this  Source  Book  will  be 
helpful  by  saving  time  and  making  our  jobs  more  efficient  which 
in  turn  allows  us  to  gain  more  pleasure  from  our  jobs.  This 
Source  Book  is  not  comprehensive  but  it  touches  base  with  a 
little  bit  of  everything  (except  home  mechanics)  and  addresses 
the  most  frequently  heard  questions  by  itinerant  RTs  working  with 
elderly,  nonvocational , low  vision  populations. 

Every  rehabilitation  teacher  who  uses  this  Source  Book  will  find 
that  additions,  revisions,  deletions  are  necessary  in  order  to 
keep  it  current.  As  you  update  your  Source  Book,  why  not  share 
your  new  information?  The  Rehabilitation  Teaching  Resources  Data 
Bank  housed  at  Northern  Illinois  University  (contact:  Professor 
Judy  Matsuoka,  Rehabilitation  Teaching  Program,  Department  of 
E.P.S.E.,  Northern  Illinois  University,  DeKalb,  Illinois  60115) 
will  work  as  an  information  clearinghouse  for  all  of  us. 

Our  quality  of  services  can  be  enhanced  through  the  effective  use 
of  timely  information  and  resources  such  as  this  Source  Book! 
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ACTIVITIES  OF  DAILY  LIVING 


BRAILLE  CALENDARS  AND  COOK  BOOKS 


New  York  Association  for  the  Blind 
(The  Lighthouse) 

111  East  59th  Street 
New  York,  NY  10022 

Provides  free  braille  calendars  to  individual  consumers  and  up  to 
25  per  agency  or  organization.  There  is  also  a list  of  over  100 
braille  publications  produced  in  braille  by  The  Lighthouse.  Most 
prices  range  from  $1.00  to  $25.00. 


LARGE  PRINT  CALENDARS 

Sheaffer  Eaton  Division  of  Textron,  Inc. 

225  5th  Avenue 
New  York,  NY  10010 

Provides  a catalog  of  calendars,  several  of  which  may  be 
considered  "large  print."  Local  card  stores  can  find  out  which 
calendars  for  that  year  are  available  in  larger  than  standard 
size  print.  Recommended  calendar  is  "The  Month  At  A Glance 
Calendar,"  available  at  $4.00,  which  is  17"  x 22"  and  has  daily 
blocks  of  2 5/8"  x 1 1/4".  The  catalog  number  is  #70-224-10. 

Universe  Books 

381  Park  Avenue  South 

New  York,  NY  10016 

Sells  two  styles  of  large  print  calendars.  Style  #1  is  3"  x 6", 
with  black  or  red  print  on  white  background.  The  title  of  the 
calendar  is  "Plan  A Year."  The  months  alternate  from  black  to 
red  print  on  the  background.  The  price  is  $5.95,  plus  $1.50 
postage.  Style  #2  is  45"  x 32",  with  black  print  on  white 
background.  It  is  a wall  calendar  and  the  cost  of  $17.50,  plus 
$2.50  for  handling.  The  title  of  this  calendar  is  "GRAFIC  #365." 

Workman  Publishing  Company 
One  West  39th  Street 
New  York,  NY  10018 

Local  card  stores  can  find  out  which  calendars  for  that  year  are 
available  in  larger  than  standard  print.  The  company  will  send  a 
catalog  with  prices  and  samples.  Recommended  calendar  for  1988 
is  "Garden  Pleasures"  by  Murry  Alcosser.  Cost  is  $8.95. 


LARGE  PRINT  CHECKS 


DeLuxe  Check  Printers,  Inc. 

3405  Commerce  Road 
Post  Office  Box  27562 
Richmond,  VA  23261 

Telephone:  (800)  552-5702 

Produces  large  print  checks,  deposit  slips,  and  bank  ledgers. 
Size  of  the  checks  are  8 3/8"  x 3 3/8".  Samples  of  the  checks 
are  available  from  the  company,  and  your  local  bank  can  order 
these  checks. 

TELEGRAMS 


Local  Western  Union  Offices 

Telegrams  are  now  available  in  large  print  and  braille. 
Additional  costs  are  $2.00  for  first  25  words  and  $1.00  for  each 
additional  25  words. 


BRAILLE  PRESCRIPTIONS 


AARP  Pharmacy 
3557  Lafayette  Road 
Post  Office  Box  7010 
Indianapolis,  IN  46272 

Telephone:  (317)  293-6235 

Medicine  prescriptions  are  now  produced  in  braille  by  AARP  and 
copies  of  prescriptions  should  be  sent  to  their  Indianapolis 
address. 


SOCIAL  SECURITY  INFORMATION 

Social  Security  Administration 
l-H-23  Operations  Building 
6401  Security  Boulevard 
Baltimore,  MD  21235 

Telephone:  (301)  594-4686 

Information  concerning  Social  Security  benefits.  Medicare,  etc., 
is  now  available  in  braille  and  on  recorded  form.  The  recorded 
form  can  be  obtained  from  the  Library  of  Congress  and  the  braille 
from  the  above  address. 
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POSTAL  SERVICES 


A booklet  entitled  "Mailing  Free-Matter  for  the  Blind  and 
Visually  Handicapped  Persons  - Questions  and  Answers"  is 
available  from  local  post  offices.  Publication  is  number  347  and 
explains  mailing  procedures. 

Post  offices  are  also  offering  a Stamps  By  Mail  service.  Patrons 
use  a pre-addressed  postage-paid  envelope  (available  at  the  post 
office)  and  enclose  a check  or  money  order  for  a specified  number 
of  postcards  or  stamps  by  phone  are  available  by  calling  1-800- 
STAMP-24  (1-800-782-6724)  and  charging  them  to  a major  credit 
card.  Turn-around  time  should  be  about  a week. 


CORDLESS  HANDS-FREE  TELEPHONE 


J-B  Communications 

1517  East  Lask  Street,  Suite  M-3 

Minneapolis,  MN  55407 

Telephone:  (612)  521-2746 

Sells  Able-Phone  100,  a cordless,  hands-free  telephone,  which 
allows  someone  to  place,  receive,  and  terminate  telephone  calls 
up  to  700  feet  from  the  base  unit.  Features  include:  Easily 
attached  remote  control  weighing  14  ounces;  rechargeable  battery 
and  charger;  compatibility  with  automatic  dialers.  Cost  is 
$595.00,  which  includes  shipping. 


TACTUAL  THERMOSTAT 


Customer  Service 

American  Foundation  for  the  Blind 
15  West  16th  Street 
New  York,  NY  10011 

Telephone:  (201)  862-8838 

Sells  Honeywell  LoVision  Thermostat  for  $30.00.  Large  raised 
numbers  are  used  for  setting  temperatures.  Clients  can  hear 
clicks  or  feel  indentations  for  every  two  degrees. 
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LABELING 


Gladys  E.  Loeb  Foundation 
2002  Forest  Hill  Drive 
Silver  Spring,  MD  20903 

Telephone:  (301)  434-7748 

Sells  Label  Food  Markers  (small  plastic  food  items  to  be  attached 
to  cans,  boxes,  etc.)*  Various  kits  are  available,  i.e.,  master 
kit,  meat  kit.  Other  kits  include:  Braille  and  Low  Vision  Label 
Food  Markers,  label  making  supplies,  VOX  Com  Talking  kits 
($2.50),  and  over  guard  rail  rings. 

A resource  handbook  for  the  blind,  "What-Where-When, " is  also 
available  for  $10.00,  which  is  a 182  page  large  print  book  or 
cassette. 
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COMMUNICATIONS 


BRAILLE  LABELS 


American  Thermoform  Corporation 
2311  Travers  Avenue 
Commerce,  CA  90040 

Telephone:  (213)  723-9021 

Sells  thermoform  machines  along  with  materials.  Also  sells 
Write-lite,  a portable  writing  unit  which  produces  a black  light 
effect  when  written  on.  Cost  is  $90.00.  Computer  braille  paper 
and  braille  labels  are  also  available. 


BRAILLE  AND  LARGE  PRINT  MATERIALS 


American  Printing  House  for  the  Blind,  Inc. 

1839  Frankfurt  Avenue 
Post  Office  Box  7085 
Louisville,  KY  40206-0085 

Telephone:  (502)  895-2406 

Well-known  source  and  they  basically  sell  educational  aids,  books 
and  writing  materials  for  both  blind  and  visually  handicapped 
individuals.  Emphasis  is  on  education,  but  they  also  have  a 1986 
catalog  on  tape  for  adults,  which  lists  available  materials  in 
braille  instruction,  cook  books,  dictionaries,  housekeeping, 
crafts,  etc. 


BRAILLE  AND  LARGE  PRINT  READING  AND  WRITING  PRODUCTS 

Howe  Press 

Perkins  School  for  the  Blind 
175  North  Beacon  Street 
Watertown,  MA  02172-9982 

Telephone:  (617)  924-3490 

Well-known  source  which  provides  reading  and  writing  tools  for 
regular  and  jumbo  dot  braille.  This  is  a major  source  for 
braille  paper,  braillers  and  slate  and  stylus.  There  are  some 
new  products  out  and  they  are  as  follows:  Soft-sided  case  for 
braillers  ($39.50),  brailler  attachment  for  dynamo  tape  at 
$15.95,  and  a print  copy  holder  that  attaches  to  the  brailler  at 
$29.50.  Braillers  are  now  also  available  in  three  sizes  of 
braille:  Standard,  Jumbo,  and  Large  Cell.  Free  samples  are 

available  of  the  various  sir^e  braille  dots. 
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BRAILLE-TEACHING  MANUAL  FOR  USE  OF  SLATE  AND  STYLUS 


Exceptional  Teaching  Aids 
20102  Woodbine  Avenue 
Castro  Valley,  CA  94546 

Telephone:  (415)  582-4859 

Sells  a new  manual  in  teaching  use  of  the  slate  and  stylus.  It 
is  entitled  Teaching  Manual  For  Use  of  Slate  and  Stylus.  The 
cost  is  $9.50,  plus  handling.  For  orders  under  $25.00,  add  $1.75 
postage. 


FISHBURNE  ALPHABET 

Fishburne  Enterprises,  Inc. 

221  North  Gordon  Drive 
Winston-Salem,  NC  27104 

Telephone:  (919)  765-2928 

Sells  the  Fishburne  Alphabet,  which  is  a tactual  method  of 
written  communication  for  people  unable  to  read  braille.  Due  to 
bulk  and  difficulties  in  producing,  this  method  is  to  be  used  on 
a limited  basis  only,  i.e.,  phone  numbers,  labels,  etc.  Basic 
equipment  includes:  Embosser,  tape  cutter,  tape,  and  training 
cassette.  Cost  will  be  $60 . 00-$70 . 00 . 


TRANSCRIPTION  SERVICES 


Naperville  Area  Transcribing  for  the  Blind 
670  North  Eagle  Street 
Naperville,  IL  60540 

Telephone:  (312)  420-1863 

Provides  a Central  Registry  Services  for  general  interest 
materials  in  braille  (cook  books,  crochet  patterns,  etc.).  They 
will  send  a general  listing  of  materials,  and  search  for 
requested  materials,  but  do  not  arrange  to  have  titles  brailled. 

National  Library  Service  for  the  Blind 
Library  of  Congress 
Washington,  DC  20542 

Provides  a list  of  volunteers  who  produce  braille  for  local 

transcription . 
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WRITING  GUIDE 


Arkansas  Enterprises  for  the  Blind 
2811  Fair  Park  Boulevard 
Post  Office  Box  4055 
Little  Rock,  AR  72214 

Telephone:  (501)  664-7100 

Sells  a writing  guide,  "String  Board-Handwriting  Guide  With 
Beads."  Cost  is  $6.00,  and  supply  at  times  may  be  limited. 
Diagram  of  the  board  is  sent  upon  request. 

Hewitt  Printing  Corporation 
7320  North  Milwaukee 
Chicago,  II  60648 

Telephone:  (312)  647-8833 

Sells  cardboard  signature,  check,  letter,  and  legal  envelope 
writing  guides.  Inexpensive,  minimal  cost. 


JUMBO  DOT  BRAILLE 


National  Braille  Press 
88  St  Stephen  Street 
Boston,  MA  02115 

Telephone:  (617)  266-6160 

Produces  a jumbo  braille  manual  designed  to  familiarize  blind 
persons  with  braille,  Braille  Primer  to  Relevant  Braille,  for 
about  $19.00. 

Also  provides  catalog  of  publications  and  services  in 
superimposed  braille  or  large  print.  Sells  "International  Survey 
of  Aids  and  Services  for  the  Deaf-Blind,"  which  is  basically  a 
resource  guide  of  products,  services,  publications,  and  non- 
medical research.  Plus,  they  have  one  survey  for  the  visually 
impaired. 

Also  sells  braille  and  versabraille  publications.  Produces 
braille  periodicals  for  other  agencies  and  braille/print  business 
cards . 
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KURZWELL  READING  MACHINE 
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Kurzweil  Computer  Products,  Inc, 

185  Albany  Street 
Cambridge,  MA  02139 

Telephone:  (617)  864-4700 

Newest  model  is  400  series.  Features  include: 

- Direct  access  to  printed  materials 

- Interfaces  with  other  data  or  text  processing  equipment 

- Adjusts  itself  to  varying  degrees  of  printed  materials 

- Capability  for  text  in  6 languages 

- Can  read  up  to  250  wpm 

- Cost  is  $19,800 

- 30.3"  high,  22"  x 24"  area,  300  pounds 

Company  newsletter  is  "Kurzweil  Reading  Machine  Update." 


HANDWRITING 


Keitzer  Check  Writing  Guide- 
Division  of  K Enterprises 
Post  Office  box  1284 
Lake  Wales,  FL  33853 

Telephone:  (813)  676-1805 


Produces  and  sells  a combination  check  and  signature  writing 
guide.  This  is  the  only  item  sold  by  the  company.  Cost  is  about 
$7.00,  includes  postage.  Less  expensive  if  purchased  in  bulk. 


BRAILLE  SOURCES 

National  Library  Service  for  the  Blind 
Library  of  Congress 
Washington,  DC  20542 

Offers  the  catalog  of  "Sources  of  Braille  Reading  Materials." 
Sources  include:  Braille  books,  jumbo  dot  braille, 
print/braille,  versabraille  book,  and  those  for  producing  braille 
books. 
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ONE  HAND  TYPEWRITERS  AND  COMPUTER  KEYBOARDS 


Typewriting  Institute  for  the  Disabled 
3102  West  Augusta  Avenue 
Phoenix,  AZ  85021 

Telephone:  (602)  939-5344 

Sells  adaptive  typing  equipment  for  visually  impaired,  hearing 
impaired,  and  one  handed  typists.  Items  include:  Large  print 
typewriters,  &725.00;  End-O-Line-Lite,  which  lights  up  at  the  end 
of  the  line  (for  IBM  Selectric  or  SCM  2500  models),  $330.00;  One- 
handed  typewriters,  $1,795.00;  One-handed  IBM  PC  XT  keyboards, 
$650.00;  and  converter  for  Apple  lie  keyboard,  $650.00 

Special  textbook  is  provided  with  every  Dvorak  One-Hand  Keyboard. 
Keyboard  and  textbook  by  Dr.  Dvorak  and  Ruth  Ben 'Ary. 

Braillers  are  also  available  for  sale. 


COMPUTERS 
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ADAPTIVE  SYSTEMS 


Maryland  Computer  Services 
2010  Rockspring  Road 
Forest  Hills,  MD  21050 

Telephone:  (301)  879-3363 

Sells  computer  systems  for  visually  impaired  that  are  primarily 
compatible  with  IBM  computers. 


ADAPTATIONS  FOR  BRAILLE 


Sensory  Aids  Corporation 
23  Walnut  Hill 
Ardmore,  PA  19003 

Telephone:  (215)  642-3086 

This  company  provides  "Braille  in  Print  and  Keynote"  software 
programs  along  with  other  software. 


APPLE  AND  IBM  SOFTWARE 


Computer  Aids 

124  West  Washington,  Lower  Arcade 
Fort  Wayne,  IN  46802 

Telephone:  (800)  647-8255 

Provides  software  for  IBM,  Apple,  and  compatible  computers.  New 
programs  include:  Screen-Talk  Pro,  a voice  output  with 
commercial  programs  at  $395.00;  Word-Talk,  a word  processing 
program  that  uses  synthesized  speech,  $195.00;  Braille-Talk, 
which  translates  standard  text  to  grades  1 and  2 braille  from 
embossing,  $125.00;  Calc-Talk,  which  provides  speech  in  large 
print  calculations,  $475.00;  and  they  now  sell  the  OHISUKI 
Printer,  which  is  a braille  and  print  embosser  at  $5,000.00. 


CHECK  WRITING  PROGRAM 


Alice  Lee 
29  Maple  Drive 
Swoyersville,  PA  18704 


CHECKRITE  Version  II  Program  is  a new  talkin  for  Apple  computers 
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that  includes  the  following  capabilities  - Issues  checks,  stores 
check  information,  cancels  checks  and  has  check  retrieval.  About 
$430.00,  plus  shipping.  Taped  instructions  are  $10.00.  When 
ordering,  send  a sample  check  and  specify  DOS  or  ProDOS . 

"Talking  Mail  and  Phone  Manager"  is  also  available  for  mailing 
addresses  and  phone  numbers.  Cost  is  about  $20.00.  Again, 
specify  DOS  or  ProDOS. 


COMPUTER  BRAILLE  PAPER 


American  Thermoform 
2311  Travers  Avenue 
Commerce,  CA  90040 


Telephone:  (213)  723-9021 

American  Thermoform  has  recently  added  computer  braille  paper  to 
the  Compu-Dot  product  line.  It  comes  in  two  grades:  1 (rough 
draft)  for  single  use  and  proofreading,  $19.95  per  1000  sheets, 
and  2 (final  edit),  a higher  quality  paper  at  $36.95  per  100 
sheets*. 


INFORMATION 


Post  Office  Box  2150 
Atlanta,  GA  30055 

Telephone:  (800)  IBM-2133 

(404)  238-3000 


IBM  Corporation  now  has  a National  Support  Center  for  persons 
with  disabilities.  This  center  provides  information  to 
professionals  on  use  of  IBM  computer  technology  for  disabled 
persons.  There  is  also  a preliminary  list  of  resources  compiled 
by  Bob  Luxton,  phone  (800)  IBM-2133  or  (404)  238-5636. 


SPEECH  OUTPUT  WITH  IBM  COMPUTERS  COMPATIBLES 

VTEK  (Formerly  Visual-Tek) 

Marketing  Department 
1625  Olympic  Boulevard 
Santa  Monica,  CA  90404 

Telephone:  (800)  345-2256 

Produces  adaptive  software  for  IBM  computers  and  compatibles. 
Newest  products  include  VTALK  which  is  a speech  output  and  is 
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available  for  $2,395.00.  Its  output  is  as  fast  as  600  words  per 
minute  and  they  also  have  a fast  system  response.  Another  new 
program  is  M-PRINT,  which  puts  grade  2 braille  into  print.  There 
are  two  versions  (basic  and  sophisticated)  both  attach  to  any 
brailler . 


ADAPTIVE  SOFTWARE  PROGRAMS 

TeleSensory  Systems,  Inc. 

455  N.  Bernardo  Avenue 
Post  Office  Box  7455 
Mt.  View,  CA  94039-7455 

Telephone:  (800)  227-8418 

Provides  Versa  Braille  II,  Soft  Vert  Speech  Synthesizer,  and 
Versa  Point  Braille  Embosser. 


NETWORKING  SYSTEM 


Greater  Detroit  Society  For  The  Blind 
16625  Grand  River  Avenue 
Detroit,  MI  48227 

Telephone:  (313)  272-3900 

Provides  "4-SIGHTS,"  a national  information  system  for  visually 
impaired.  The  modem  telephone  number  for  the  Networking  System 
is  1 (313)  272-711.  This  networking  system  covers  telecon- 
ferencing, rehabilitation  resources,  public  policy  issues, 
calendar  events,  software  review,  multi-handicapped,  specialized 
training  facilities,  low  vision,  job  exchange  occupational 
information,  technological  and  assisting  devices. 


RESOURCE  BOOK 


Computer  Center  For  The  Visually  Impaired 

Baruch  College 

17  Lexington  Avenue,  Box  515 

New  York,  NY  10010 


Telephone:  (212)  725-7644 


and  Aids  For  The 


Baruch  College  now  sells 
Blind  or  Visually  Impaired,  a resource  book  in  large  print  and  on 
disc  for  $22.50.  This  is  a resource  guide  on  software  and  hard- 
ware which  gives  descriptions,  cost  and  addresses,  along  with  a 
glossary  of  computer  terms  and  a suggested  checklist  to  consider 
when  purchasing  a computer. 
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SOFTWARE 


Dunamis,  Inc. 

2856  Buford  Way 
Duluth,  GA  30136 

Telephone:  (404)  476-4934 

Sells  computer  software  products  for  handicapped  in  three 
categories:  Communication,  Self-Help  and  Occupational  Therapy, 

and  Education. 

Speech  synthesizers  include  Echo  and  Cricket  Personal  Speech, 
Type  and  Talk  ($120.00  - $300.00),  and  Votalker. 

Sells  "Powerpad,"  which  is  a touch-sensitive  table  which  allows 
access  to  the  computer  without  limitations  of  a keyboard.  Good 
for  people  with  limited  motor  control. 


LARGE  PRINT  CHARACTERS 


Woodsmith  Software 
Route  3,  Box  550-A 
Nashville,  TN  47448 

Telephone:  (615)  812-2137 

Sells  computer  software  that  generates  large  character  print  up 
to  about  3/4"  size.  Software  program  is  entitled  "The  Magic 
Keyboard",  and  sells  for  $44.50.  Available  for  Okidata,  IBM, 
Panasonic,  and  a few  other  printers. 


COOKING 
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LARGE  PRINT  COOKBOOK 


Laguna  Honda  Hospital  Volunteers 
375  Laguna  Honda  Blvd. 

San  Francisco,  CA  94116 


Telephone:  (415)  664-1580 

Provides  a large  print  cookbook.  Cooking  Bv  Touch,  with  over  100 
recipes  published  by  visually  handicapped  patients.  The  cost  is 
$5.00,  plus  $1.50  for  shipping.  Ten  or  more  copies  are  $4.00 
each.  This  is  for  a limited  time  only. 

G.  K.  Hall  and  Company 
70  Lincoln  Street 
Boston,  MA  02111 


Publishes  the  following  large  print  books:  N.Y.  Times  Cookbook 
($11.95);  James  Beard  Good  Cooking  ($12.95),  Fannie  Farmer  Large 
Print  Cookbook  ($10.95) . Prices  are  for  paperbacks;  hard  covers 
are  available  and  catalogs  are  free. 


Sand  Piper  Press 
Post  Office  Box  286 
Brookings,  OR  97415 


Telephone:  (503)  469-5588 

Publishes  the  Large  Print  Innovative  Cookbook,  which  comes  in  18- 
point  type  and  has  more  than  20  recipes.  Cost  is  $4.00.  Catalog 
number  is  ISBN-0-9603748-3-3.  Other  large  print  books  are  avail- 
able, including  Walk  With  Me.  Prayers  and  Meditations.  Unicorns 
For  Everyone,  and  Poems  From  The  Oregon  Coast. 


LARGE  PRINT  AND  BRAILLE  COOKBOOKS 


General  Mills,  Inc. 

Box  5401,  Department  885 
Minneapolis,  MN  55460 


Telephone:  (612)  540-2311 


General  Mills  now  sells  two  cookbooks  in  large  print  and  braille, 
The  titles  of  these  cookbooks  are:  Cooking  with  Betty  Crocker 
Mixes  and  The  Microwave  Edition  of  Cooking  with  Betty  Crocker 
Mixes.  Both  are  available  at  $.50  per  copy  and  these  recipes  are 
good  for  simple  meal  preparation.  Spacing,  paper,  and  print  size 
are  excellent  for  many  large  print  readers. 
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LARGE  PRINT  COOKBOOK  BIBLIOGRAPHY 


NAVH 

22  West  21st  Street 
New  York,  NY  10010 

Telephone:  (212)  889-3141 

The  National  Association  for  the  Visually  Handicapped  supplies  a 
comprehensive  bibliography  of  available  large  print  cookbooks  and 
addresses  of  where  to  obtain  them. 


BRAILLE  COOKBOOKS 


Minnesota  State  Services  For  The  Blind 
Communication  Center 
1745  University  Avenue 
St.  Paul,  MN  55104 

Produces  Cooking  With  Betty  Crocker  in  braille.  (It  is  not 
available  from  Betty  Crocker.) 

Braille  Transcribing  Service 
New  York  Association  For  The  Blind 
111  East  59th  Street 
New  York,  NY  10022 

Telephone:  (212)  355-2200 

Sells  quite  a few  braille  press  or  thermoform  cookbooks.  Other 
books  on  household  tips  and  diet  are  also  available.  Bibli- 
ography is  available  free.  Prices  range  from  $1.00-$25.00  for 
most  items . 


COOKBOOKS /TONE  INDEX  CASSETTES 

Tacoma  Area  Blind 
6315  South  19th  Street 
Tacoma,  WA  98466 

Publishes  Six-Ingredient  Recipes,  which  includes  over  500  recipes 
that  cover  beverages,  breads,  desserts,  salads,  entrees,  etc. 

Cost  is  $6.00. 


MICRO-WAVE  RECIPE  PERIODICAL 
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C & L Productions 
2905  Berkshire  Lane 
Mesquite,  TX  75150 

Telephone:  (214)  681-2771 

"Micro-Wave  Times"  is  a periodical  available  in  braille  or  on 
tone  index  cassette.  It  is  available  on  a bi-monthly  basis  which 
generally  includes  45  pre-tested  microwave  recipes.  A one  year 
subscription  is  $30. 00-$35. 00 . 


MEAL  MANAGEMENT 


Charles  C.  Thomas,  Publishers 
2600  S.  First  Street 
Springfield,  IL  62794-9265 

Sells  Cookbook  Mate  For  The  Blind  and  Sighted,  by  Barbara  Rogers, 
1984.  Cost  is  $14.50.  This  book  provides  practical  information 
to  the  visually  impaired  on  kitchen  organization,  menu  planning, 
shopping,  food  storage,  preparation  and  service  techniques. 


BRAILLE  OVERLAYS  FOR  MICROWAVES  (• 

Many  home  appliance  companies  provide  braille  overlays  for 
microwave  ovens  and  other  accessible  consumer  services.  These 
companies  include:  General  Electric,  Quasar,  Panasonic,  Amana 
(voice  indexed  cassettes).  Whirlpool,  Litton,  Tappan,  and 
Kenmore . 


BRAILLE  APPLIANCE  MARKINGS 

General  Electric  Consumer  Relations 
Appliance  Park 
Louisville,  KY  40225-0001 

Telephone:  (800)  626-2000 

Provides  a pamphlet  entitled  "Appliance  Help  For  Those  With 
Special  Needs."  Supplies  braille  controls  for  most  General 
Electric  or  Hotpoint  ranges,  microwave  ovens,  washers,  and 
dryers.  Also  provides  assistance  in  kitchen  planning  for 
handicapped.  There  is  no  charge  for  these  services. 
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DIABETES 


BLOOD  GLUCOSE  MONITOR 


Boehringer  Mannhein  Diagnostics 
9115  Hague  Road 
Post  Office  Box  50100 
Indianapolis,  IN  46250 

Telephone:  (800)  858-8072  (Customer  Service) 

Sells  Accu-check  II,  a blood  glucose  monitor.  They  provide  taped 
instructions  and  have  a network  of  diabetes  supply  centers  for 
sales,  service,  and  support.  There  is  a two  year  warranty. 

Lifescan,  Inc. 

Mountain  View,  CA  94043 

Telephone;  (800)  227-8862 

Sells  Glucoscan  2000  and  Glucoscan  3000,  along  with  test  strips, 
lancets,  and  blood  sampling  pens.  Has  large  digital  read-out 
(monitor  is  pocket-sized).  Main  unit  is  about  $150.00. 


BLOOD  PRESSURE  AND  PULSE  MONITOR 


American  Foundation  For  The  Blind 
Consumer  Products  Division 
15  West  16th  Street 
New  York,  NY  10011 

Telephone:  (800)  AFBLIND 

AFB  now  sells  a Talking  Blood  Pressure  and  Pulse  Monitor.  It 
also  announces  and  displays  error  messages  and  battery  replace- 
ment. The  monitor  also  turns  itself  off  and  batteries  are 
included  at  a price  of  $119.00,  plus  $4.50  for  shipping. 


BLOOD  TESTING  - ACCU-DROP 

Maxi-Aids 

Attn:  Mitchell  Caretsky 

86-30  102nd  Street 
Richmond  Hill,  NY  11418 

This  device  is  still  in  the  testing  stage  with  this  company.  It 
basically  helps  position  and  obtain  proper  size  blood  drops  on  a 
chemstrip  bG  test  strip  and  there  is  a two-step  procedure.  It  is 
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designed  for  patients  with  neuropathies  and  tremors  and  is  manu- 
factured by  the  Boehringer  Mannheim  Company.  It  should  also  be 
available  in  the  nearest  diabetic  supply  center. 


NEEDLE  GUIDE  AND  INSULIN  TEMPLATES 

MEDTEC 

9485  East  Orchard  Drive 
Englewood,  CA  80111 

Telephone:  (303)  771-4863 

MEDTEC  provides  a HOLDEASE  needle  guide  and  insulin  templates 
(INSULGAGE)  in  large  print,  braille,  raised  numbers,  and  braille 
with  raised  print.  Prices  for  the  templates  are  between  $5.00 
and  $7.00  and  they  fit  B-D  Plastics  pak  #8410  or  8412  syringes. 
They  also  fit  lSJonoject-U-100  syringes  and  are  for  disposable 
syringes  only.  Needle  guides  cost  about  $9.50  and  the  company 
provides  instructions  for  use  of  the  needle  guide  and  the  insulin 
templates.  Mix  dosages  can  also  be  used  with  these  templates. 

All  needles  need  to  be  U-100  with  these  templates.  All  needles 
need  to  be  U-100  syringes. 


MEDICAL  EQUIPMENT 

Oranges  Medical  Instruments 
3183  Airway  Avenue,  Suite  F 
Costa  Mesa,  CA  92626 

Telephone:  (800)  527-1151 

(714)  641-5836 

Sells  a talking  blood  glucose  meter  and  accessories.  The  glucose 
meter  has  automatic  self-calibration,  is  a two  button  operation, 
and  is  portable. 


NUTRITION  GUIDE 


Running  Press 

125  South  22nd  Street 

Philadelphia,  PA  19103 

Publishes  "The  Diabetic  Brand  Name  Food  Exchange",  by  Andrea 
Barrett.  The  cost  is  $17.95,  plus  $.95  for  handling.  The  copy- 
right date  is  1984. 


TALKING  BLOOD  SUGAR  ANALYZERS 


Science  Products  For  The  Blind 
Box  A 

Southeastern,  PA  19103 

Telephone:  (800)  822-7400 

(800)  222-2148  (In  Pennsylvania) 

SPB  sells  the  Digi-Voice  Speech  Module,  which  attaches  to  three 
commercially  available  blood  glucose  analyzers  (Glucometer,  Accu- 
chek,  and  GlucoScan) . They  recommend  mastering  application  of 
blood  onto  the  test  strip  first  prior  to  purchase  of  these  items, 
they  are  not  returnable  for  credit  or  refund.  Units  cost 
approximately  $445.00.  Units  to  be  adapted  should  be  sent  to  : 
Science  Products  For  The  Blind,  Custom  Electronics,  1043 
Lancaster  Avenue,  Berwyn,  Pa  19312. 

SPB  also  sells  analyzers  and  a talking  blood  pressure  gauge. 


INSULIN  INJECTION 

Ulster  Scientific,  Inc.  (USI) 

Post  Office  Box  902 
Highland,  NY  12528 

Supplies  Preci-Jet  50  needleless  injector.  Dosages  can  be 
determined  by  a detent  (click)  and  can  be  adapted  for  mixed 
dosages.  No  prices  available. 


EASY  TO  HANDLE  SYRINGE  & VIAL  UNIT 


George  Wright  Industries 
82  West  Lakeshore  Drive 
Lincoln,  NE  68523 

Telephone:  (402)  477-1382/432-0177 

Sells  two  products  for  VI  diabetics  that  are  visually  impaired  or 
have  tremors  in  the  hands. 

Injectaid  Syringe/Vial  Holder,  $5.95.  Features  include:  Pre-set 
dosage  guide  that  makes  automatic  setting  on  plunger  stop, 
serrated  slide  guide  that  locks  in  on  any  setting,  vial  holder 
designed  for  easy  snap-in,  easy-out  use.  Designed  for  U-100, 
U-80,  and  U-40  syringes  and  insulin. 

Vial  Center-Aid,  $3.95.  Features  include:  Easy  snap-on  and  off 
handling,  metal  funnel,  blunted  needles  and  centers  on  vial  top. 
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BRAILLE  MATERIALS 

The  Braille  Institute  of  America 
741  North  Vermont  Avenue 
Los  Angeles,  Ca  90029 

Telephone:  (800)  252-9486 

(213)  663-1111 

Publications  include:  "The  Art  of  Cooking  For  The  Diabetic," 

12 -volume,  862  pages,  and  "Eating  Right  for  Less  From  Consumer 
Reports,"  42  pages.  Thermoform  cost  is  $.09  per  page,  $.75  per 
volume  for  binding  and  labeling. 


ALARM  DEVICE  FOR  HYPOGLYCEMIC  REACTIONS 

Teledyne  Avionics 
Post  Office  box  6400 
Charlottesville,  VA  22906 

Telephone:  (800)  368-5555 

(703)  973-3311 

This  company  produces  and  sells  "The  Sleep  Sentry",  a sound  alarm  ^ 
device  similar  to  a wrist  watch  which  detects  symptoms  of 
hypoglycemic  (low  blood  sugar)  reactions.  Specifically  detects 
perspiration  and  drop  in  skin  temperature,  primarily  used  for 
detecting  reactions  while  sleeping.  Sells  for  $175.00,  with 
suggested  retail  price  of  $275.00.  runs  on  hearing  aid 
batteries.  A 60-day  trial  period  is  available  and  some  insurance 
companies  will  cover  the  cost. 
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EDUCATION:  CONSUMER.  PROFESSIONAL.  & PUBLIC  INFORMATION 


PUBLIC  RELATIONS  AND  EDUCATION  - RECRUITING  INTO  THE  FIELD 

AERBVI 

206  North  Washington  Street,  Suite  320 
Alexandria,  VA  22314 

AER  now  provides  a recruitment  package  for  high  school  students. 
It  includes  a 3 1/2  minute  video  which  is  available  in  VHS  and 
BETA  format.  They  will  also  soon  be  coming  out  with  a brochure 
and  poster.  The  cost  for  the  video  is  $8.00.  The  poster  is 
$1.00.  Make  checks  payable  to  AER.  Contact  AER  for  bulk  prices. 


PROFESSIONAL  EDUCATION  - PERIODICAL 


"The  Communicator" 
route  4,  Box  263 
Hicksville,  Va  24343 

Telephone:  9703)  766-3869 

•"The  Communicator"  is  a bi-monthly  newsletter  which  emphasizes 
advances  in  technology  and  how  they  are  being  used  for  the 
disabled.  It  also  provides  teaching  hints,  software  reviews, 
user  comments,  and  suggestions  from  readers.  It  is  targeted  for 
all  the  visually  impaired  populations  and  the  cost  is  $6.00  per 
year,  or  $1.00  per  issue. 


ACCESSIBILITY  - INFORMATION  SERVICE  FOR  JOB  ACCOMMODATIONS 

Telephone:  1- (800) -JAN-PCEH  (1-800-526-7234) 

The  Job  Accomodation  Network  is  an  information  service  developed 
by  the  President's  "Committee  on  Employment  of  the  Handicapped," 
which  is  a computerized  information  system  for  employers  to  help 
accommodate  disabled  workers.  It  provides  names  and  phone 
numbers  of  employers  who  have  resolved  problems  in  accommodating 
handicapped  employees.  It  also  provides  up-to-date  information 
on  devices  that  could  be  of  assistance  in  adapting  the  work 
place. 


American  Foundation  For  The  Blind 
15  West  16th  Street 
New  York,  NY  10011 

Telephone:  (212)  620-2000 

HOTLINE  #:  1-800-AFB-LIND  (232-5463) 

NY  Residents  call:  (212)  620-2147 

The  American  Foundation  for  the  Blind's  Job  Index  serves  as  a 
nationwide  data  base  and  resource  network  of  successfully 
employed  persons  who  are  blind  and  visually  impaired.  It  is  used 
by  employers,  professionals,  and  job  applicants  who  are  seeking 
information  about  employment.  Requests  could  be  related  to  a 
specific  job  title  or  very  general  in  nature  with  respect  to 
needed  rehabilitation,  training,  tasks  performed  on  the  job, 
accomodations  made  by  the  employer,  and  the  use  and  funding  of 
adapted  technology. 

Merged  with  the  Job  Index  is  AFB's  user  network  which  is  a data 
base  and  resource  for  trainers,  technology  specialists,  and  users 
of  available  adapted  technology  including  computers. 

These  two  networks  contain  over  1,000  names  of  available  people 
willing  to  be  resources  for  those  seeking  information. 


PUBLIC  EDUCATION  - LOW  VISION  VIDEO  TAPES 


Corning  Medical  Optics 

Attn:  Susan  Dana,  Department  VID 

Corning  Glass  Works 

MP-21-02-2 

Corning,  NY  14831 

Telephone:  (607)  974-4294 

"See  It  Their  Way"  is  an  11-minute  video  available  for  $20.00  or 
free  with  a CPF  Trial  Kit,  in  VHS  or  Beta  format.  This  video 
demonstrates  Corning  CPF  filtering  lens  and  educates  viewers 
about  the  physical  and  emotional  impact  of  restricted  vision 
caused  by  glare  and  light  sensitivity.  It  also  explains  how  CPF 
lenses  filter  and  darken. 


PUBLIC  EDUCATION  - NEWSLETTER 


First  Dibs 

Post  Office  Box  1285 
Tucson,  AZ  85702-1285 

Telephone:  (602)  721-1925 

Produces  a bi-monthly  newsletter  with  resource  information  which 
is  up-to  date  on  various  disabilities.  It  includes  information  . 
on  aging,  employment,  independent  living,  Alzheimers  disease, 
recreation,  etc.  They  also  review  books,  periodicals,  and  videos 
and  a good  publication  for  resources.  Free  samples  ar  available 
and  a charter  subscription  is  $10.00. 


PUBLIC  EDUCATION  - LOW  VISION/AGING 

Lighthouse  National  Center  For  Vision  and  Aging 
111  East  59th  Street 
New  York,  NY  10022 

Telephone:  (212)  355-2200 

The  Lighthouse  now  provides  an  18  minute  audiovisual  presentation 
"Better  View  of  You:  A Community  Guide  for  Vision  and  Aging", 
which  is  intended  to  help  older  people  be  self-advocates  and  also 
includes  a training  guide  for  presenters.  it  is  available  in  a 
slide/sound  format  or  video  cassette.  No  prices  were  obtained. 

American  Foundation  For  The  Blind 
15  West  16th  Street 
New  York,  NY  10011 

Telephone:  (212)  620-2000  or  1-800-AFBLIND 

"Aging  and  Vision":  "Declarations  of  Independence"  was  produced 
to  heighten  the  level  of  awareness  of  service  providers  regarding 
the  capabilities  of  blind  and  visually  impaired  elderly  persons 
and  their  desire  and  ability  to  be  integrated  into  community 
life.  "Aging  and  Vision"  portrays  five  blind  and  visually 
impaired  older  person  who  remain  active  in  their  own  homes  and 
communities  and  describes  how  each  older  person  adjusted  to 
his/her  degree  of  vision  loss.  "Aging  and  Vision"  is  available 
in  16mm  at  $395.00  or  on  video  for  $250.00  rental  (16mm  only) 
$40.00.  It  can  be  obtained  directly  from  Phoenix  Films  and 
Video,  Inc. , 468  Park  Avenue  South,  New  York,  New  York  10016 
(212)  684-5910. 


PUBLIC  EDUCATION  - SOURCES  OF  AUDIOVISUAL  MATERIALS  & 

HANDICAPPING  CONDITIONS 


National  Library  For  The  Blind  & Physically  Handicapped 
Library  of  Congress 
Washington,  DC  20542 

The  library  now  has  a reference  circular  which  lists  audiovisual 
materials  such  as  films,  slides,  video  cassettes,  etc. , and  lists 
them  by  subject  for  adults  and  names  and  addresses  of  publishers. 


PUBLIC  PROFESSIONAL  AND  CLIENT  EDUCATION/ INFORMATION 

American  Foundation  For  The  Blind 
15  West  16th  Street 
New  York,  NY  10011 

Telephone:  (212)  620-2000 

HOTLINE  #:  1-800-AFB-LIND  (232-5463) 

A prime  resource  for  public  and  professional  research,  techno- 
logy, consumer  products,  pbulications,  program  consultation  and 
development,  legislation,  advocacy,  training,  workshops,  net- 
working, and  specila  projects.  They  sell  a Directory  of  Agencies 
Serving  Visually  Handicapped  in  the  U.S,  and  additional  related 
resources. 

Migel  Library  also  has  books  on  loan  and  provides  copies  of 
articles  related  to  visual  impairment.  Bibliographies  on  various 
subjects  are  available  upon  request. 

Contact  is  Lynne  Luxton,  National  Consultant  in  Rehabilitation 
Teacching,  for  specific  resources  in  RT/ILC.  Rehabilitation 
Teaching  and  Independent  Living,  (212)  620-2040. 


CLIENT  INFORMATION  - CRIME  PREVENTION 


Office  of  Coordination  of  Services  to  The  Handicapped 
Attn:  Trezie  Bohrer 

County  Administration  Building,  Room  1126 
Upper  Marlboro,  MD  10772 

Telephone:  1-301-952-3210 

Provides  free  brochures  for  visually  impaired,  hearing  impaired, 
and  mobility  impaired  on  self-protection  and  crime  prevention. 


CONSUMER  INFORMATION  - COMPUTER  NEWSLETTER 


Technology  Up-Date 
Sensory  Aids  Foundation 
399  Sherman  Avenue,  Suite  12 
Palo  Alto,  CA  94306 

SAF  publishes  a "Technology  Up-Date,"  which  is  a monthly 
newsletter  for  blind  and  partially  sighted.  It  is  available  in 
print  and  on  cassette.  The  cost  is  $30.00  for  visually  impaired 
consumers  and  $37.00  for  sighted.  for  organizations,  subscrip- 
tions are  $47.00.  It  also  has  a classified  new  section  for 
selling  equipment  along  with  providing  information  on  new 
technology  with  electronic  aids. 


PUBLIC  EDUCATION  - MUSEUM  TOURS 


Smithsonian  Institution 
Special  Education  Program 

Office  of  Elementary  & secondary  Education 
Arts  7 Industries  Building,  Room  1163 
Washinton,  DC  20560 

This  department  received  a grant  to  develop  a manual  and  video 
cassette  designed  to  teach  tour  guides  methods  for  working  with 
disabled.  It  is  geared  for  hearing  impaired,  visually  impaired, 
LD,  emotionally  impaired,  developmentally  impaired,  and  multi- 
handicapped. It  is  expected  to  be  a 150-page  manual  and  will 
come  in  braille  and  audio  cassette. 


PERODICAL  FOR  DISABLED 


Gazette  Internation  Networking  Institute  (G.I.N.I.)_ 

4502  Maryland  Avenue 
St.  Louis,  MO  63108 

Telephone:  (314)  361-0475 

Produces  "Rehabilitation  Gazette"  - International  Journal  for 
Independent  Living  by  Disabled  People.  Membership  is  $25.00  per 
year.  Periodical  acts  as  a form  of  peer  counseling  with  articles 
of  personal  experiences.  Networking  and  library  services  are 
availabel  for  G.I.N.I.  members.  Emphasis  is  on  polio,  but  also 
includes  info  on  amputations,  arthritis,  cerebral  palsy,  head 
injury,  spinal  cord  injury,  etc. 
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ADULT  EDUCATION 


Adult  Education  Resources 
Department  of  Education 
Division  of  Adult  Education 
Room  522,  Reporters  Building 
400  Maryland  Avenue  SW 
Washington,  DC  20202-5515 

Telephone:  (202)  732-2410 

Source  for  Adult  Education  programs  and  resources,  including 
adults  with  disabilities. 


CORRESPONDENCE  SCHOOL  FOR  VISUALLY  IMPAIRED 


The  Hadley  School  For  The  Blind 
700  Elm  Street 
Post  Office  Box  299 
Winnetka,  IL  60093 

Telephone:  (800)  323-4238 

(312)  446-8111  (For  Illionois) 

This  is  an  international  correspondence  school  for  visually 
impaired  and  deaf/blind  persons.  Courses  are  available  in  large 
print,  braille,  and  cassette.  The  catalog  is  also  available  in 
large  print,  braille,  and  cassette.  A wide  range  of  courses  are 
available,  such  as:  Braille  (jumbo  dot  and  regular) , typing, 
homemaking,  language,  literature,  religion,  etc.  More  than  100 
courses  are  free  of  charge.  Applications  must  be  certified  by 
physician  or  eye  specialist. 


TRANSPORTATION  SERVICES 

Greyhound  Lines,  Inc. 

Officers  "Helping  Hand"  services,  which  allow  disabled  persons  to 
be  accompanied  by  an  aide,  non-motorized  wheelchair, , or  other 
devices  without  additional  cost.  Person  does  need  a physician's 
certification.  "First  On"  front  seating  is  also  provided.  To 
make  arrangements,  call  local  Greyhound  terminal  and  provide  name 
of  person,  companion  and  expected  time  of  arrival.  TTY  service 
is  available  for  hearing  impaired  persons. 


ELDERLY 


DIRECTORY  FOR  OLDER  ADULTS 


National  Council  on  Aging 
Publications  Department 
West  Wing  100 
600  Maryland  Avenue  SW 
Washington,  DC  20024 

The  council  has  recently  published  "Ideabook  of  Caregiver  Support 
Groups,”  a directory  of  300  support  groups  in  the  country.  It 
gives  a comprehensive  picture  of  Caregiver  Support  groups 
comprised  of  family,  friends,  and  neighbors  for  the  elderly. 

Cost  is  $5.00. 


EYE  CARE 

National  Eye  Care  Project 
Telephone:  (800)  222-3937 

This  project  will  provide  a volunteer  eye  physician  in  the  area 
in  which  a client  lives  who  will  accept  Medicare  and/or  insurance 
payments  with  no  added  cost  to  the  patient.  Criteria  for  this 
program  is:  Patient  must  be  over  65  years  of  age,  a U.S.  legal 
resident,  and  not  have  had  an  eye  exam  within  three  years. 


EDUCATION 


ElderHostel 
80  Boylston  Street 
Boston,  MA  02116 

ElderHostel  is  an  international  service  which  promoted 
educational  and  enrichment  programs  hosted  on  college  campuses 
throughout  the  U.S.  and  specific  countries.  General  cost  for 
courses  or  workshops  are  around  $200.00  and  they  are  about  1-2 
weeks  in  length. 
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RESEARCH  AND  TRAINING  CENTER 


Rehabilitation  Research  and  Training  Center  on  Aging 
University  of  Pennsylvania 

Department  of  Physical  Medicine  and  Rehabilitation 
420  Service  Drive,  U2,  N.E.B. 

Philadelphia,  PA  19104-6020 

Telephone:  (215)  898-6257 

Has  research  and  resources  on  aging  persons'  psychological, 
physical,  emotional,  family  and  community  support. 


NURSING  HOMES 


National  Citizens  Coalition  for  Nursing  Home  Reform 
1424  16th  Street  NW 
Washington,  DC  20036 

Advocacy,  quality  of  care  issues. 


LARGE  PRINT  MAGAZINE 

Thistledown  Products 

Post  Office  Box  5583  ^ 

Arlington,  VA  22205 

Produces  "Scrapbook  Pages,"  a bi-monthly  large  print  magazine  for 
the  "shut-in"  elderly.  Cost  is  $9.00  a year.  Printed  in  14- 
point  type;  special  requests  may  also  be  made  for  18~point. 

Subject  matter  includes:  Crafts,  editorials  (history) , music, 
crossword  puzzles,  word  games.  It  is  similar  to  "Good  House- 
keeping" magazine.  They  also  have  questions  about  the  articles 
at  the  end  of  the  article. 


EMERGENCY  ALERT  SYSTEMS 


LI RECALL 

Medical  Alert  Systems,  Inc. 

9130-B  Pennsauken  Highway 
Post  Office  Box  678 
Pennsauken,  NJ  08110 

Telephone:  (800)  227-LIFE 

(800)  245-LIFE  (In  New  Jersey) 


Sells  an  electronic  rescue  system  that  can  also  be  leased. 

Client  carries  a portable  transmitter.  When  pressed,  there  is  an 
automatic  relay  of  a coded  message  through  a computerized 
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communicator  unit.  The  signal  is  then  transmitted  over  telephone 
to  24  hour  monitoring  where  client  is  identified.  Client  name, 
address,  doctors  are  at  hand,  and  necessary  parties  are  contacted 
to  assist,  i.e.,  someone  with  a key,  rescue  squad,  etc. 

Costs  are  about  $1,000.00  and  there  is  usually  a monthly 
monitoring  fee  of  $20.00.  Monthly  leasing  may  vary  between 
$15.00  and  $50.00.  Similar  systems  available  through  hospitals. 
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GENERAL  RESOURCES 


AIDS  AND  APPLIANCE  CATALOG  - TELEPHONE  EQUIPMENT 

AT  & T National  Special  Needs  Center 
2001  Route  46 
Parsippany,  NJ  07054 

Telephone:  (800)  233-1222 

Teletypewriter  users  call:  (800)  833-3232 

AT&T  now  has  a catalog  of  special  needs  devices  for  telephone 
use.  Call  the  toll-free  number  8:00  am  through  7:00  pm.  This 
catalog  includes  large  print  attachments  for  push  button  and 
rotary  telephones,  along  with  hearing  impaired  devices,  such  as 
sound  signaling  devices.  They  also  sell  TDD's  and  emergency  call 
systems . 


GENERAL  AIDS  & APPLIANCES  CATALOGS 

AFB  Products  Catalog 
American  Foundation  For  The  Blind 
15  West  16th  Street 
New  York,  NY  10011 

(The  catalog  is  available  in  print  and  braille.) 

BIT  Corporation 
MIT  Branch 
Post  Office  Box  70 
Cambridge,  MA  02139 

Telephone:  (617)  661-9555 

Sells  products  that  primarily  have  speech  output.  Examples  of 
such  products  include  talking  watches,  clocks,  calculators, 
scales,  etc.  It  also  sells  the  BIT-TALI^IAN.  The  catalog  is 
available  in  print  and  braille. 

FashionABLE  For  Better  Living 
99  West  Street 
Medfield,  MA  02052 

Telephone:  (617)  359-2910 

Catalog  primarily  contains  physical  therapy  and  occupational 
therapy  devices,  but  does  include  some  items  for  hearing  and 
visually  impaired  persons.  Particular  items  of  interest  may  be 
adaptive  clothing  and  undergarments. 
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Innovative  Rehabilitation  & Technology,  Inc.  (ITRI) 

26699  Snell  Lane 
Los  Alto,  CA  94022 

Telephone:  (415)  948-8588 

Sells  mostly  products  with  speech  output,  along  with  a variety  of 
batteries  and  tapes.  Provides  taped  instructions  for  about  $1.00 
extra  for  most  talking  products. 

Aids  Unlimited,  Inc. 

Alternative  Independence  Devices  & Services 
1101  North  Calvert  Street,  Suite  405 
Baltimore,  MD  21202 

Voice/TTY  Telephone:  (301)  659-0232 

Sells  batteries,  lots  of  braille  paper,  general  aids,  children's 
toys,  security  products,  etc. 

LS  & S Group,  Inc. 

Post  Office  Box  673 
Northbrook,  IL  60065 

Telephone:  (800)  468-4789 

(312)  498-9777 

Sells  general  aids  and  appliances,  such  as:  Watches,  auditory 
health  care  aids,  auditory  and  voice  activated  telephone  and 
safety  devices.  They  also  have  some  low  vision  aids  and  non- 
optical  aids,  such  as  lamps. 

Sense-Sations 

Associated  Services  For  The  Blind 
919  Walnut  Street 
Philadelphia,  PA  19107 

Telephone:  (215)  627-0600 

This  catalog  contains  items  such  as  batteries,  canes,  cassette 
players,  computer  products,  games,  health  care,  household  items, 
large  print  materials,  magnifiers,  sun  wear,  auditory  products, 
and  labeling  items.  It  also  has  an  appendix  of  other  ASB 
Services. 


AMERICAN  FOUNDATION  FOR  THE  BLIND 
15  WEST  16th  STREET 
NEW  YORK.  N.Y.  10011 
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VIS-AIDS,  Inc. 

102-09  Jamaica  Avenue 
Richmond  Hill,  NY  11418 


Telephone:  (718)  847-4734 

Sells  general  aids  and  appliances  for  visually  impaired  and 
includes  some  aids  for  physically  disabled  and  hearing  impaired. 
Bold  line  paper  is  also  available  from  this  company.  (It  is  VERY 
bold. ) 

Maxi-Aids 

86-30  102nd  Street 
Richmond  Hill,  NY  11418 

Telephone:  (800)  522-6294 

(718)  846-4799 

% 

Sells  general  aids  and  appliances  for  visually  and  physically 
impaired.  They  sell  low  vision  aids,  as  well  as  some  adaptive 
equipment  for  diabetics. 

Independent  Living  Aids,  Inc.  (ILA) 

27  East  Mall 
Plainview,  NY  11803 

Telephone:  (800)  262-7827 

(800)  645-7171  (In  Kentucky) 

Sells  mostly  aids  and  appliances  for  the  visually  impaired. 
Limited  products  are  available  for  physically  and  hearing 
impaired. 


Sears 

Department  702-BSC  40-15 
Sears  Tower 
Chicago,  IL  60684 


Telephone:  (312)  875-8322 


Catalog  includes  bedding,  chair  elevators  for  stairs, 
wheelchairs,  adaptive  clothing,  ramps,  health  monitoring 
equipment  (talking  blood  pressure  monitor) , adaptive  kitchen  and 
eating  equipment,  bathroom  equipment,  and  telephone  systems. 
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GENERAL  AIDS  & APPLIANCES 


RECREATIONAL  AND  EDUCATIONAL 


Touch  Aids 
1049  Redondo  Way 
Hemet,  CA  92343 

Telephone:  9714)  658-0045 

Manufactures  recreational  and  educational  aids  and  games  for 
visually  impaired.  Catalog  not  reviewed. 

GENERAL  AIDS  & APPLIANCES  - BRAILLE  WATCHES 

Time  & Time,  Inc. 

225  Lafayette  Street 
New  York,  NY 

Telephone:  (212)  219-8584 

This  company  sells  braille  watches  with  ETA  movements  in  steel 
backings.  They  provide  two  types,  handwinding  and  automatic, 
both  of  which  are  7 jewels  and  chock  resistant.  There  is  a flat 
line  that  comes  in  various  colors  with  respect  to  dials,  bands 
and  bracelets.  Dial  colors  are  white,  grey  and  champagne.  The 
bands  come  in  black,  brown  and  burgundy,  beige  or  grey.  This 
company  does  repairs  and  provides  a 30-day  money  back  guarantee. 
They  also  sell  pocket  watches.  Price  ranges  between  $40.00  to 
$60.00.  (These  prices  are  1985  prices). 


GENERAL  AIDS  & APPLIANCES  - VISUALLY  & HEARING  IMPAIRED 


Radio  Shack 
Circulation  Department 
300  One  Tandy  Center 
Fort  Worth,  TX  76102 

Radio  Shack  now  offers  free  copies  of  a "Special  Needs"  catalog 
which  contains  consumer  products  for  hearing  and  visually 
impaired  persons.  Included  in  the  catalog  are  extra  large  print 
telephones,  digital  clocks,  talking  clocks,  automatic  dialers, 
telephone  amplifiers,  and  remote  control  systems. 


GENERAL  AIDS  AND  APPLIANCES  RESOURCES  - PARTIALLY  SIGHTED 

National  Braille  Press 
88  St.  Stephen  Street 
Boston,  MA  02115 

Provides  "International  Survey  Of  Aids  for  the  Partially 
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sighted."  This  is  a large  print  resource  publication  which 
includes  reading  aids,  magnification  devices,  medical  aids,  has 
sections  on  money  handling,  typing  and  handwriting  aids.  It  also 
lists  other  related  publications  and  the  cost  is  approximately 
$15.00,  or  $12.00  when  mailing  free  matter  for  the  blind. 

National  Association  For  the  Visually  Handicapped  (NAVH) 

22  West  21st  Street 
New  York,  NY  10010 

Telephone;  (212)  889-3141 

In  California:  3201  Balboa  Street 

San  Francisco,  Ca  94121 
Telephone;  9415)  221-3201 

NAVH  produces  a catalog  that  has  large  pictures  of  various 
magnifiers  and  other  aids  and  appliances,  such  as  watches,  bold 
line  paper,  and  writing  guides.  They  even  have  large  print  cards 
for  bridge  and  large  print  bibliographies  relating  to  crossword 
puzzles,  cookbooks,  and  large  print  publishers.  This  is  an 
excellent  resource  for  clients  that  are  partially  sighted.  It 
should  also  be  noted  that  the  print  in  the  catalog  is  large 
print. 

Vision  Foundation,  Inc. 

Mt.  Auburn  Street 
Watertown,  MA  02172 

Telephone;  (617)  926-4232 

(800)  852-3209  (In  Massachusetts) 

Produces  "Vision  Resource  List,"  which  includes  pamphlets, 
resources  for  aids  and  appliances,  and  other  information 
regarding  large  print  materials  and  adaptive  devices  for  visually 
impaired.  There  are  about  150  resources.  Free  copies  are 
available  in  large  print  or  cassette  when  ordering  single  copies. 
Updated  yearly. 


GENERAL  AIDS  & APPLIANCES  - "EVALUATION  & INFORMATION  OF  AIDS" 

World  Rehabilitation  Fund,  Inc. 

Diane  E.  Woods,  Project  Director 
400  East  34th  Street 
New  York,  NY  10016 

The  World  Rehabilitation  Fund  has  published  a pamphlet,  #35, 
entitled  "Evaluation  and  Information  in  the  Field  of  Technical 
Aids  for  Disabled  Persons."  This  is  a 64-page  booklet  which 
contains  information  gathered  for  the  past  two  years.  cost  is 
$2.00. 


ADAPTIVE  EQUIPMENT  - DEVICES  AND  SERVICES 

Royal  National  Institute  For  The  Blind 
224  Great  Portland  Street 
London  VIN  6AA  ENGLAND 

Provides  variety  of  services,  such  as  library,  rehabilitation, 
education,  etc.  Sells  over  600  aids  and  appliances.  Still 
carries  publications  in  moon  type  (a  tactical  method  of  reading 
used  prior  to  the  development  of  braille) . They  now  even  sell  a 
moon  writer  (like  braille) . Unique  publications  (not  reviewed) 
include:  "Gardening  Without  Sight,"  and  "Helping  Visually 

Handicapped  People  In  The  Hospital." 

Option  Central 
Fred  Sanderson,  Proprietor 
1604  Carrol  Avenue 
Green  Bay,  WI.  54  3 04 

Large  print  catalogs  are  available  free  of  charge,  $1.00  for  a 
braille  or  cassette  catalog.  This  is  a small  company  that  sells 
aids  and  appliances.  Some  unique  items  include  dog  supplies, 
electrical  items,  envelopes,  braille  and  print  greeting  cards, 
cassettes  and  cassette  products  and  writing  products. 


ADAPTIVE  EQUIPMENT 


J.  A.  Preston  Corporation 
60  Page  Road 
Clifton,  NJ  07012 


Telephone: 


(800)  631-7277 
(201)  777-2700 


Sells  Special  Education  equipment  (Perceptual  Motor  and  Pediatric 
Mobility),  orthopedic,  hydrotherapy,  pain  control,  exercise  and 
limited  ADL  equipment.  Most  items  are  medically  related. 
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HEARING  IMPAIRED 


AIDS  & APPLIANCES 


Sound  Resources,  Inc. 

201  East  Ogden  Avenue 
Hinsdale,  IL  60521 

Telephone:  (312)  323-7970 

Sells  devices  for  amplification,  alert  systems,  and  convenience, 
i.e.,  doorbells,  telephone,  TV,  and  home-alone  alert  systems. 

Potomac  Telecom,  Inc. 

1010  Rockville  Pike 
Rockville,  MD  20852 

Telephone:  (301)  762-4005 

TDD:  (301)  762-0851 

Sells  TDDs,  Watchman  sound  signaling  devices  for  doorbells,  and 
telephones.  Telecaption  decoders,  and  clock  timers  with 
vibrators.  Also- sells  COMTEK  COMPANION,  which  is  a personal  FM 
listening  system  for  use  at  home,  theatre,  churches,  anyplace 
where  the  COMTEK  System  has  been  installed.  It  can  be  used  with  0 
or  without  a hearing  aid,  for  one-to-one  conversations,  or  speech 
training;  $675.00. 


Crestwood  Company 
Post  Office  Box  04606 
Milwaukee,  WI  53204-0606 

Telephone:  (414)  461-9876 

Sells  communication  cards  for  non-verbal  people  for  situations 
such  as  fast  food  restaurants  and  survival.  Also  sells  other 
communication  tools. 


Hal-Hen  Company,  Inc. 

35-53  24th  Street 

Post  Office  Box  6077 

Long  Island  City,  NY  11106 

Telephone:  (800)  242-5436 

(718)  392-6020 

Mainly  sells  products  for  audiologists  for  testing  hearing,  but 
does  include  some  devices  for  amplifying  TV,  vibrating  alarm 
systems,  and  .hearing  aid  batteries. 


36 


AMPLIFICATION  DEVICE 


One  To  One  Communications 
1714  Penrose 
Olateh,  KS  66062 

Telephone:  (913)  764-4072 

(913)  782-3092 

Sells  one-to-one  communicator  which  is  comprised  of  a microphone 
that  connects  to  an  amplifier  about  the  size  of  a transistor 
radio.  The  speaker's  voice  is  then  amplified.  four  models  are 
available  - some  with  more  power  than  others.  Prices  range  from 
$85.00  to  $160.00.  Company  provides  a picture  brochure,  which 
includes  instructions,  basic  care  guidelines  and  suggested  used. 

AIDS  FOR  AUDITORY  ASSISTANCE 


Telex  Communications,  Inc. 

9600  Aldrich  Avenue  South 
Minneapolis,  MN  55420 

Telephone:  (8000  328-8212 

(800)  362-0971  (In  Minnesota) 

Telex:  6879045  TELEXCOM 

Sells  an  FM  wireless  auditory  system  which  amplifies  sounds  and 
is  helpful  in  situations  where  background  noise  impedes  dis- 
crimination (factories,  auditoriums).  Can  be  used  with  or 
without  hearing  aids,  indoor  or  outdoor,  and  utilized  with 
equipment  such  as  television  or  radio.  Cost  for  receivers  start 
at  $360.00.  Several  models  are  available,  as  well  as  numerous 
accessories. 


VISUAL  & VIBRATING  SIGNAL  SYSTEMS 


Sonic  Alert 
209  Voorheis 
Pontiac,  MI  48053 

Telephone:  (313)  858-8957  (Voice/TTY) 

Sells  Sonic  Alert  signalling  devices  which  enable  hearing 
impaired  to  detect  doorbells,  telephones,  alarm  clocks,  smoke 
alarms,  etc.  They  also  sell  a vibrating  system  (Tactile 
Communicator)  for  those  who  are  also  visually  impaired.  Several 
attachments  are  also  available  for  the  basic  control  unit.  Costs 
are  as  follows:  Sonic  Alert  - $270.00;  Tactile  Communicator  - 
$300.00;  additional  options  range  from  $20.00  to  $75.00  each. 
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Ultratec,  Inc. 

6442  Normandy  Lane 
Madison,  WI  53719-1119 

Telephone:  (608)  273-0707  (VOICE  OR  TDD) 

Produces  the  Watchman  Sound  Signaling  System  for  doorbells, 
telephone,  alarm  clocks,  baby's  cry,  etc.  Costs  start  at  $50.00. 
TDDs  are  between  $170.00  to  $200.00,  and  INTELE-TYPE,  which  is  a 
multi-purpose  communications  terminal  (terminal,  typewriter, 
telephone,  and  TDD)  are  $600.00  plus. 

National  Flashing  Signal  Systems,  inc. 

8120  Fenton  Street 
Silver  Spring,  MD  20910 

Telephone:  (301)  589-6670 

TDD:  (301)  589-6671 

Sells:  PCI  Vibrator  for  under  pillows  (approximately  $42.00);  Bed 
Vibrator  for  between  mattresses  ($42.00);  TeleCaption  Adaptor/ 
Decoders;  Flasher  Buttons  - placed  in  a socket  before  bulb  is  put 
in  to  get  a bulb  to  flash.  The  company  recently  discontinued 
Westclox's  adapted  alarm  clock,  but  sells  two  other  digital  alarm 
clocks.  One  has  1.8"  digital  read  out  and  costs  about  $55.00. 
Also  sells  sound  signaling  devices. 


HANDSETS 


AT&T  National  Special  Needs  Center 
2001  Route  46 
Parsippany,  NJ  07054 

Telephone:  (800)  233-1222 

TDD:  (800)  833-3232 

Sells  amplification  handsets  ($35. 00-$85. 00)  which  amplify  an 
incoming  voice  up  to  30%.  they  also  have  a signalmang  control 
unit  to  signal  incoming  calls  with  a lashing  lamp  ($35.00), 
emergency  call  system  ($300.00),  TDDs  ($420 . 00-$650 . 00) , and 
Telecaption  ($200.00).  AT&T  provides  detailed  brochures  of  all 
these  devices. 
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TDD 


American  Communicator  Corporation 

180  Roberts  Street 

East  Hartford,  CT  06108 

Telephone:  (203)  289-3491 

Sells  TDD  with  1/2"  letter  display,  weighs  2 pounds,  and  has  a 
standard  typewriter  keyboard  ($199.00).  Also  sells  AMCOM  Light 
Signals  for  detecting  doorbells,  telephones,  baby  cries,  etc. 
cost  not  available.  Individuals  will  be  referred  to  local 
distributors. 


TDD  WITH  BRAILLE 


Telesensory  Systems,  Inc. 

Post  Office  Box  7455 
Mountain  View,  CA  94039 

Telephone:  (415)  960-0920 

Contact:  Jane  Mott-Smith,  Product  Manager.  Produces 

"TeleBraille"  on  a limited  basis.  Advance  orders  are  needed  to 
justify  planned  productions  of  50.  Telebraille  is  a two  unit 
system  designed  both  for  face  to  face  and  telephone  communication 
between  two  deaf-blind  people  or  a deaf-blind  person  and  sighted 
partner.  One  unit  has  a keyboard  and  the  other  unit  has  a 
versabraille  with  a 20  cell  braille  display.  Grade  1 braille  is 
used.  Cost:  $5,500.00. 


39 


LIBRARY  SERVICES 
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LIBRARY/READING  SERVICES 

Association  of  Radio  Reading  Services 
1010  Vermont  Avenue  NW,  Suite  1100 
Washington,  DC  20005 

Telephone:  (2120  347-0955 

Maintains  current  listing  of  Radio/Reading  Services  available 
throughout  the  country.  There  are  currently  more  than  110,000 
listeners. 


LARGE  PRINT  PUBLISHERS 


Allan  Kleiman 

ISI  Large  Print  Books 

1671  East  16th  Street,  Suite  226 

Brooklyn,  NY  11229 

Telephone:  (718)  64502396 

Offers  contemporary  and  classic  large  print  fiction  plus  non- 
fiction related  to  self-help  travel  and  biographies. 

Doubleday  Large  Print  Home  Library 
Garden  City,  NY  11535-1104 

Doubleday  now  has  a large  print  book  club  membership. 

LARGE  PRINT  MAGAZINES 

Guidepost 

39  Seminary  Hill  Road 
Carmel,  NY  10512 

Telephone:  (800)  431-2344 

(800)  331-3435  (In  New  York) 

"Guidepost,  A Practical  Guide  to  a Successful  Living,"  is 
published  monthly  and  I available  in  large  print  at  a cost  of 
$695  per  year.  This  is  the  same  cost  as  the  regular  print  and 
when  ordering  as  a gift,  you  can  now  receive  a free  magnifying 
bookmark,  which  probably  will  not  be  of  much  help  to  our  clients. 
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LARGE  PRINT  ENCYCLOPEDIA 


Columbia  University  Press 
136  S.  Broadway 
Irvington,  NY  10533 

Sells  The  Concise  Columbia  Encyclopedia  in  large  print.  It  comes 
in  an  eight  volume  set  at  $275.00.  The  print  size  is  18,  printed 
on  a glare-free  opaque  off-white  paper. 


A CATALOG  & ORDER  FORMS  FOR  LARGE  PRINT  SUBSCRIPTIONS 

National  Association  For  Visually  Handicapped  (NAVH) 

22  West  21st  Street 
New  York,  NY  10010 

Telephone:  (212)  889-3141 

NAVH  has  catalogs  and  order  forms  from  commercial  publishers  of 
large  print  books  and  subscriptions  for  large  print  Readers 
Digest,  Readers  Digest  Condensed  Books,  and  New  York  Times. 


BOOKS  ON  CASSETTE 


National  Public  Radio 
Cassette  Publishing 
2025  M Street  NW 
Washington,  DC  20036 

Telephone:  (800)  253-0808 

Sells  books  on  cassette  for  prices  between  $10.00  and  $15.00. 


RECORDED  PERIODICAL 

Dialogue  For  The  Blind 
3100  Oak  Park  Avenue 
Berwynn,  IL  60402 

Telephone:  (312)  749-1908 

This  is  an  excellent  magazine  for  clients  regarding  resources, 
adaptive  equipment,  and  articles  concerning  visual  impairment. 

The  magazine  is  available  in  braille,  cassette,  and  large  print. 
Published  quarterly,  a year  subscription  is  $20.00,  or  available 
on  loan  from  NLS.  Other  services  include  a writer's  workshop 
program,  mailing,  supplies,  and  two  free  instructional  tapes  (one 
on  job  exploration  and  the  other  on  adjustment  to  blindness.) 
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VOICE  INDEX  CASSETTES  CATALOG 


Voice  Indexing  For  The  Blind,  Inc. 

9116  St.  Andrews  Place 
College  Park,  MD  20740 

Telephone:  (301)  935-5772 

Produces  a catalog  available  of  voice-indexed  cassettes  with 
titles  that  are  for  lending  and  for  sale.  The  catalog  is 
available  in  large  print  and  cassette  and  was  compiled  by 
James  Chandler.  They  also  provide  directions  for  recording  and 
listening  in  print,  braille  and  on  cassette. 


COMMERCIAL  4 -TRACK  CASSETTES 


Aids  Unlimited,  Inc. 

1101  North  Calvert  Street,  Suite  405 
Baltimore,  MD  21202 

Telephone:  (301)  659-0232 

Sells  an  AM/FM  short-wave  cassette  player  and  recorder  named  LOC- 
TOK  30  which  plays  library  talking  books  and  is  a 4-track  player. 
It  is  also  good  for  elderly  in  that  you  only  have  to  flip  the 
cassette  over  once.  It  runs  on  batteries  or  AC  and  has  two 
4 1/2"  speakers  that  detach. 


BRAILLE  MAGAZINE  LIST  1987 


Clovernook  Home  & School  For  The  Blind 
7000  Hamilton  Avenue 
Cincinnati,  OH  45231 

Telephone:  (513)  522-3860 

Provides  a free  booklet,  "Braille  Magazine  List,  1987,"  which 
includes  some  titles  not  listed  in  NLS  magazine  catalog.  They 
also  sell:  Braille  writing  paper  (8  1/2"  X 11",  brown,  400 
sheets,  $2.50);  Clovernook  Braille  Cookbook  (1  vol.,  $2.80); 
Clovernook  Motto  Calendars.  A good  brochure  with  tips  on  dealing 
with  blind  people  in  banks,  restaurants,  etc.,  "Blind  Customers 
and  Acquaintances,"  is  also  available. 

Disability  Rag 
Post  Office  Box  145 
Louisville,  KY  40201 

"Disability  Rag"  is  a bi-monthly  magazine  for  and  about  disabled 
persons.  Produced  in  regular  print  or  on  cassette,  cost  is  $9.00. 


LOW  VISION 


NON-OPTICAL  AIDS 


American  Printing  House  For  The  Blind,  Inc.  (APH) 

Post  Office  Box  6085 
Louisville,  KY  40206-0085 

Telephone:  (502)  895-2405  I 

APH  provides  specific  products  for  low  vision  including  a variety 
of  bold  line  paper.  Recommended  size  paper  is  9/16"  line  at  a 
cost  of  about  $1.60  per  ream. 

Hoyle  Products 
Post  Office  Box  606 
302  Orange  Grove 
Filmore,  CA  93-15 

Telephone:  (805)  524-1211 

Sells  a good  quality  lap  desk  and  a wire  reading  stand  which  is 
highly  portable.  The  prices  for  the  lap  desk  as  of  1986  are 
$20.00  for  one  lap  desk  and  for  orders  over  $300,  the  price  is 
cut  down  to  $10.00.  The  prices  for  reading  stands  for  a package 
of  12  would  be  about  $42.00,  but  when  ordering  over  $300.00 
worth,  the  price  is  cut  down  to  about  $21.00. 

New  Concepts,  Inc. 

Post  Office  Box  261 
Port  Richey,  FL  34668 

Telephone:  (813)  842-3231 

Sells  Beam-Scope  II  and  VIDCON,  which  can  enlarge  a screen  up  to 
four  times,  depending  on  the  size  of  the  screen.  Compu-lenz 
enlarges  VDT  characters  on  a computer  screen  and  reduces  glare. 
The  cost  is  about  $200.00.  The  cost  of  a Beam-Scope  ranges 
between  $60.00  and  $200.00.  For  12  to  15"  screens,  there  is  an 
attachment  that  enlarges  the  screen  to  25."  For  sets  of  17-19," 
the  picture  can  be  enlarged  up  to  30."  For  TV  sets  between  19- 
26,"  there  is  a screen  that  enlarges  those  sets  to  about  40." 

McManus  Enterprises 
111  Union  Avenue 
Bala  Cynwyd,  PA  19004 

Telephone:  (800)  523-0348 

Sells  Roscolene,  a colored  acetate  that,  when  placed  on  print, 
produces  higher  contrast  and  reduces  glare.  the  1986  prices  are 
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as  follows:  $3.25  for  a 20"  X24"  sheet,  $94.00  for  a roll. 

Swatch  books  are  available  at  $2.50  and  can  be  used  for  testing 
colors.  The  popular  colors  are  yellow,  light  peach,  straw  and 
light  blue. 

Younger  Optics 

Post  Office  Box  7792 

Los  Angeles,  CA  90007 

Telephone:  (800)  421-2920  ^ 

Sells  a protective  lens  series  (PLS)  Sunwear,  which  filters 
ultra-violet  and  blue  light.  This  sunwear  is  similar  to  Corning 
lenses.  They  are  available  in  clip-on  lenses  and  the  cost  is 
about  $15.00. 

Noir  Medical  Technologies 
6155  Pontiac  Trail 
Post  Office  Box  159 
South  Lyon,  MI  48178 

Telephone:  (800)  521-9746 

(313)  769-5565 
(800)  227-3396  (In  Canada) 

Sells  NOIR  sunglasses  - chemically  absorb  ultraviolet  and  near 
infrared  rays.  They  are  available  in  two  colors  (amber  and  grey- 
green)  with  a variety  of  light  transmissions  (1-40%) . A special 
red  lens  is  also  available.  These  glasses  come  in  five  styles: 
100  Series,  fit  over  glasses;  500  Series,  fit  over  larger 
glasses;  200  Series,  wrap  around  and  wire  frame  clip-on:  and  400 
Series,  the  fashionable  frames.  Noir  offers  full  replacement 
guarantee,  even  if  broken.  The  new  700  Series  is  like  the  10  and 
400  Series,  but  NOIR  has  improved  the  construction.  Prices  range 
between  $15.00  and  $75.00. 


OPTICAL  AIDS 


Phillip  Barton  Vision  systems, 

3911  York  Avenue 
Bowie,  MD  20715 

Telephone:  (301)  262-3665 

Sells  near  and  distance  low  vision  aids  along  with  NOIR 
sunglasses.  Beam-scope  lenses,  talking  clocks  and  calculators. 
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AROW 


Louis  Ricciardi,  President 
16  Tanager  Trail 
Woodlands,  TX 

Telephone:  (800)  872-2709 

(713)  367-7330 

Corporation  is  primarily  a distributor  of  Eschenbach  Vision  Aids 
and  magnifiers. 

Coburn  Optical  Industries,  Inc. 

1701  South  Cherokee 
Post  Office  Box  627 
Muskogee,  OK  74402-0627 

Telephone:  (918)  683-4521 

Sells  low  vision  aids  and  also  trial  sets.  Included  in  these 
aids  are  lenticular  spectacles  and  prismatic  half-eyes. 

Eschenbach  Optic  of  America 
25  November  Trail 
Weston,  KY  06883 

Telephone:  (203)  227-9409 

This  company  sells  a variety  of  optical  aids.  One  interesting 
product  that  is  new  is  an  illuminated  stand  magnifier  with  an 
aplanatic  lens  which  is  distortion  free  across  the  lens.  The 
strength  is  about  8 diopters. 


ESCHENBACH  DISTRIBUTOR 


The  Professional  Products  Company 
644  East  Washington  Street 
Indianapolis,  IN  46204 

Telephone:  (800)  382-1803 

(317)  382-1803 

Contact:  George  E.  Robinson,  Manager  (317)  635-2254 
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OPTICAL  AND  NON-OPTICAL  AIDS 


Edu-Tec,  Inc. 

7070  Brooklyn  Boulevard 
Brooklyn  Center,  MN  55429 

Sells  products  from  American  Optical  company  which  includes 
optical  aids,  reading  cards  on  a limited  basis,  Eschenbach 
products,  compu-lenz,  and  beam-scope 

New  York  Light  House  Optical  Aids  Service 
36-02  Northern  Boulevard 
Long  Island  City,  NY  11101 

Telephone:  (800)  453-4923 

(718)  937-9338 

Sells  various  low  vision  aids  such  as  typoscopes,  slip-in 
sunwear,  clip-on  occluders,  acuity  cards  and  magnifiers. 

Big  Eye  Lamp,  Inc. 

68  Yellow  Brook  Road 
Farmington,  NJ  07737 

Telephone:  (201)  938-2490 

Offers  variety  of  Big  Eye  Lamps:  Table  lamp,  $52.00;  floor  lamp, 
$76.00;  squeeze  clamp  lamp,  $46.75.  Big  Eye  Lamps  provide  up  to 
2x-5x  magnification. 


SIMULATION  KITS 

George  Zimmerman 
4100  Copeland  Drive 
Nashville,  TN  37215 

Sells  simulators  that  represent  various  disorders  and  various 
acuities:  20/200,  20/400,  20/600,  Macular  Degeneration,  3 degree 

field,  7 degree  field,  109  degree  field,  cataracts  and  retinal 
detachments  with  scotomas.  Parts  of  these  simulators  are 
interchangeable  and  they  are  intended  for  groups  of  8 individuals 
working  in  pairs. 
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VISUAL  ACUITY  ASSESSMENT  TOOLS 


Designs  for  Vision 
760  Koehler  Avenue 
Ronkonkona,  NY  11779 

Telephone:  (800)  345-4009 

Sells  the  Feinbloom  chart  for  testing  acuity  at  ten  feet.  The 
cost  is  about  $3  5.00. 


ASSESSMENTS 

Mrs.  Susan  Hunt,  M.A. , Vision  Rehabilitation 
Carolina  Eye  Associates 
2170  Midland  Road 
Southern  Pines,  NC  28387 

Publishes  "Optical  Aids  for  Rehabilitation  Teachers,"  a spiral 
bound  quick  reference.  Helpful  information  includes  a 
convergence  chart  from  powers  to  diopters,  working  distance  for 
magnification  and  magnification  changes  resulting  from  refracture 
error.  Produced  in  large  print. 

American  Optometric  Association 
243  Linbergh  Boulevard 
St.  Louis,  MO  63141 

Provides  a chart  and  simple  test  for  early  detection  of  Macular 
Degeneration. 


DRIVING  BOOKLET 

Local  Offices  of  AAA  Motor  Club 

AAA  now  provides  a booklet  entitled  "Handicapped  Drivers  Mobility 
Guide".  It  is  intended  to  aid  handicapped  drivers  in  finding 
equipment  and  locating  service  to  improve  mobility.  The  booklet 
has  not  been  reviewed. 
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CLOSED  CIRCUIT  TELEVISIONS/CASSETTE  PLAYERS 


OPTELEC 

Optical  & Electrical  Application  Specialist 
325  Ayer  Road 
Harvard,  MA  01451 

Telephone:  (617)  772-9269 

(6l7)  772-3395 

Sells  closed-circuit  television  which  magnify  up  to  45  times. 
The  price  range  is  from  $1,900.00  to  about  $2,100.00. 

Brock  Marketing,  Inc. 

Center  Office  Building 

20475  Farnsleigh  Road,  Suite  105 

Shaker  Heights,  OH  44122-3836 

Telephone:  (800)  321-5462  (In  Ohio) 

(216)  752-0355 

Sells  Pelco  closed-circuit  television  systems,  a Panasonic 
cassette  player/recorder  (4-track)  for  $90.00,  and  CCTV  with 
color  monitor  for  $3,150.00.  Company  may  also  do  repairs. 
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RECREATION 


LARGE  PRINT  CROSSWORD  PUZZLES 


National  Association  For  The  Visually  Handicapped 
22  West  21st  Street 
New  York,  NY  10010 

Telephone:  (212)  889-3141 

Provides  complimentary  list  of  large  print  crossword  puzzles 
which  include  samples  from  some  companies. 


LARGE  PRINT  HANDWORK  PATTERNS 


National  Association  For  The  Visually  Handicapped 
(See  Large  Print  Crossword  Puzzles  above) 

Provides  complimentary  large  print  patterns  in  handworks,  such  as 
crocheting,  granny  squares,  knitted  V-neck  sweaters,  ribbed 
pullover  sweaters  and  baby  blankets. 


CRAFT  DISTRIBUTORS 


Suncoast  Discount  Craft  Supplies 
Post  Office  Box  40963 
St.  Petersburg,  FL  33743 

Telephone:  (813)  527-4592 

Sells  craft  books,  macrame  materials,  and  a variety  of  craft  work 
supplies.  The  prices  are  economical  and  delivery  is  fast. 

Robert  J.  Golka  Company 
Post  Office  Box  676 
Brockton,  MA  02401 

Telephone:  (617)  586-7320 

This  company  is  small,  but  supplies  link  belts  and  leather  lacing 
kits,  along  with  some  tools  at  very  reasonable  prices.  there  are 
a wide  variety  of  link  belts  available  and  the  range  of  cost  is 
$2.00-$3.00  each.  You  can  also  order  a dozen  belts  between  $25- 
$30.00.  Samples  are  available  to  show  color  and  leather  type. 

Most  lacing  projects  are  under  $1.00,  and  by  the  dozen,  between 

$5. 00-$10. 00. 
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LARGE  PRINT  MUSIC 


Hal  Leonard  Publishing  Corporation 
8112  W.  Bluemond  Road 
Milwaukee,  WI  53213 

This  company  sells  the  "EZ-Play  Today  Music  Series",  which 
includes  hymns,  folk  songs,  show  tunes,  a full  range  of  popular 
songs  and  classical  themes.  The  staffs  are  7/8"  high. 

Hansen  House 
1870  West  Avenue 
Miami  Beach,  FL  33139 

Telephone;  (800)  327-8202 

Sells  large  print  music  under  the  category  "Instant  Big  Note 
Book",  written  in  speed  note  music  (keys  written  inside  the 
note).  Prices  range  from  $4 . 00-$16 . 00 . Liberace  music  book 
sample  is  available  at  no  charge  from  Mr.  Charles  Hansen, 

1824  West  Avenue,  Miami  Beach,  FL  33139. 

National  Library  Services  For  The  Blind  & Physical  Handicapped 
Library  of  Congress 
Washington,  DC  20542 

Catalogs  of  large  print  music  are  available  from  the  music 
section  of  the  library. 


MUSIC/PIANO  INSTRUCTION 

New  View,  Inc. 

16734  East  51st  Place 
Tulsa,  OK  74145 

Telephone:  (918)  622-8439 

Sells  a piano  instruction  program  which  includes  35mm  slides  and 
tone  index  cassettes.  They  can  be  used  while  keeping  two  hands 
on  the  keyboard  and  there  are  a total  of  120  slides,  two  slide 
trays,  two  cassettes  and  instruction  booklet.  No  prices  are 
available. 
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MUSIC  STANDS 


American  Printing  House  For  The  Blind  (APH) 

1839  Frankfurt  Avenue 
Louisville,  KY  40206 

Telephone:  (502)  895-2405 

APH  sells  a special  music  stand  for  low  vision  clients.  When 
ordering  the  stands,  specify  visual  acuity  and  type  of  instrument 
played.  The  cost  is  over  $100.00. 


FREE  PASSES 

National  Park  Services 
U.S.  Department  of  the  Interior 
18th  and  C Streets  NW,  Room  1013 
Washington,  DC  20240 

Provides  Golden  Access  Passports  free  to  blind  and  disabled 
persons  for  Federal  Parks,  Monuments,  and  Recreation  Areas. 
Passes  are  available  where  used  and  medical  proof  of  disability 
is  required. 


FITNESS  FOR  THE  ELDERLY 


American  Foundation  For  The  Blind 

15  West  16th  street 

New  York,  New  York  10011 

Sells  Fitness  For  The  Aging  Adult  With  Visual  Impairment  - An 
Exercise  and  Resource  Manual.  This  book  contains  88  pages  with 
approximately  73  photos  and  was  published  in  11/84.  It  explains 
exercise  programs,  techniques,  and  how  to  develop  a program, 
along  with  medical  guide  lines,  resources,  and  an  equipment 
section.  The  cost  is  approximately  $7.00,  plus  $2.50  for 
handling. 

Creative  Recreation  for  The  Blind  and  Visually  Impaired  Adults 

American  Foundation  For  The  Blind 

15  West  16th  Street 

New  York,  New  York  10011 

This  new  book  describes  a wide  variety  of  recreational  skills  and 
activities  that  blind  and  visually  impaired  adults  can  enjoy.  It 
goes  beyond  the  "traditional"  recreational  pursuits  for  blind 
adults.  The  cost  is  approximately  $5.00. 
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WATER  SKIING 


Santa  Monica  Blind  Skiers, 
Mr.  Ed  Kanan 
2325  Wilshire  Boulevard 
Santa  Monica,  CA  90403 


Inc. 


1986  National  Competition  was  in  Orlando,  Florida 


RELIGION 


BIBLE  - LARGE  PRINT.  BRAILLE.  CASSETTE.  RECORD 

American  Bible  Society  (ABS) 

Post  Office  Box  5656 
Grand  Central  Station 
New  York,  New  York  10163 

Provides  The  Bible  in  large  print,  cassette,  and  braille  in 
Spanish  and  English.  The  cost  is  between  $12 . 00-$20 . 00 . Check 
for  lower  prices  at  the  ABS  National  Distribution  Department, 

1865  Broadway,  New  York,  New  York  10023,  (212)  518-7400. 

Bible  Alliance,  Inc. 

Post  Office  Box  1549 
Bradenton,  FL  33506 

Telephone:  (813)  747-3031 

Provides  the  Bible  on  cassette  in  25  different  languages.  They 
are  available  for  free.  The  following  items  may  be  ordered:  Old 
Testament,  New  Testament,  Bible  Passages,  and  Romans.  Certifica- 
tion of  visual  impairment  may  be  made  by  a rehabilitation 
teacher,  physician.  Library  of  Congress  personnel  or  other 
related  professional  and  must  be  included  with  the  order. 


LARGE  PRINT  TORAH 


Jewish  Braille  Institute  of  America 

110  East  30th  Street 

New  York,  New  York  10016 

Telephone:  (212)  889-2525 

The  Institute  now  provides  a large  print  Torah  at  no  charge.  It 
comes  in  5 volumes  that  are  spiral  bound.  This  is  the  English 
translation.  The  Hebrew  edition  is  currently  being  typeset  in 
Israel.  They  also  provide  childrens  programs,  college  and 
professional  education  services,  library  services  in  Hebrew, 
English  and  Yiddish,  and  religious  publications  and  periodicals, 
such  as  holiday  prayerbooks.  All  services  are  free  of  charge  and 
the  catalog  that  is  sent  is  in  bold  print  on  off-white  matte 
paper.  Publications  are  sent  to  clients  only  and  must  be 
certified  by  the  Library  of  Congress,  physician  or  other  eye  care 
professional. 
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MORMON  LITERATURE 


Utah  State  Library 

Division  For  The  Blind  and  Physically  Handicapped 

2150  South  300  West 

Salt  Lake  City,  UT  84115 

Provides  a bibliography  of  recorded  Mormon  literature  and  a list 
of  National  Library  Services  books  related  to  Mormon  literature 
on  disk  cassettes  and  braille. 


LIBRARY  SERVICES 

Christian  Record  Braille  Foundation,  Inc. 

444  South  52nd  Street 
Lincoln,  NE  68506 

Telephone:  (402)  488-0981 

Provides  magazines  in  braille,  record  discs,  and  large  print 
which  need  not  be  returned.  There  is  a 30-day  loan  service  for 
books.  Neither  record  players  nor  cassette  players  are  provided 
by  the  Foundation. 

The  Gospel  Association  For  The  Blind,  Inc. 

Free  Circulating  Library 
14642  South  59th  Terrace 
Delray  Beach,  FL  33445 

Telephone:  (305)  499-8900 

Provides  30-day  loan  of  cassettes  and  also  has  a monthly  magazine 
called  "The  Gospel  Messenger",  available  on  cassette  and  in 
braille,  and  must  also  be  returned. 

Lutheran  Library  For  The  Blind 
Lutheran  Church  - Missouri  Synod 
1333  South  Kirkwood  Road 
St.  Louis,  MO  63122 

Has  books  in  large  print,  braille,  record  disc,  and  on  cassette 
relating  to  the  Lutheran  religion. 
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LARGE  PRINT  HANDBOOK 


Christian  Education  For  The  Blind,  Inc. 

Post  Office  Box  6399 
Fort  Worth,  TX  76115 

Telephone:  (817)  923-0603 

This  organization  produces  the  Evangel  Hvmn  Book  "200  Best  Loved 
Hymns."  Available  in  24  point  type  and  costs  $10.00  per  copy. 
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